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Professional 

Decisions. 


It is an important decision 
as to who will administer 
your insurance needs. Let 
Stillson and Donahay make 
that decision easier for you 
to make. 

We are professionals, locally 
owned and operated with over 
60 years in the Mahoning Valley; 
endorsed by the Mahoning County 
Medical Society for over 
40 years. 

Call us... It could be the most 
important professional decision you make. 

Life, Disability and other Health Insurance 



Stillson 

^Donahay 

AGENCY, INC. 

Ralph Amity • John Fouse • Reuel Peck 


Bank One Building • 30 North Main Street 
Poland, OH 44514 • Phone: (216) 757-3726 
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In ten years your 
malpractice carrier may 
ae just a memory. 



Unless it’s Medical Protective. 

The most important thing an insurance company 
sells is its promise to be here when you need help. 
Unfortunately, that’s a promise that’s easy to make, 
but hard to keep. 

When you consider liability insurance, remember 
this. A company that’s survived tough times 
before is more likely to come through a crisis 
period. And no company has weathered more of 
the industry’s tough times than The Medical 
Protective Company because we pioneered profes¬ 
sional liability coverage nearly-a century ago. 

For more information contact your Medical 
Protective Company general agent. He’ll be here 
when you need him. 


MnniitMifwMMmM Gummy 

Jttiuut Xtom,faint,mi 


Robert Dowdy, Edward J. Kupcho 
Suite 111, 1 Commerce Park Square, 23200 Chagrin Blvd. 
Beachwood, OH 44122, (216) 464-9950 


1988 






276 


BULLETIN 


We Still Make 
House Calls. 


Community Mutual 
feels the best, most 
up-to-date service 
isn’t always at 
the other end of 
a phone line. 

That’s why, at your 
request, our Profes¬ 
sional & Provider 
Relations representa¬ 
tives will personally visit 
your office to discuss policies 
and procedures with you 



or your office staff. 

If you prefer calling 
us, we do our best 
to answer your 
question or solve 
your problem in 
that first single 
telephone call. 

Our goal is to help 
you provide all of your 
patients-and your prac- 
tice-with the very best of 
personalized service. 


Xi^pF 

Professional&Provider Relations- 
Your Partners In Service 


For medical claims or payment questions, call1-800-282-1016. 

For dental claims or payment questions, call1-800-282-1730. 

For information on policies or procedures, contact our representative inyourarea: 

CantonArea ClevelandArea DaytonArea ToledoArea 

(216)492-2151 (216)642-0955 (513)228-8710 (419)249-7400 

Cincinnati Area CdumbusArea LimaArea Youngstown Area 
(513)872-8381 (614)433-8686 (419)228-3457 (216)783-9800 


COMMUNITY MUTUAL 



Blue Cross. 
Blue Shield. 


Ask us about Community Preferred, the new benefits option 
Ohio employers have been asking for. 


® Registered Marks Blue Cross and Blue Shield Association. 
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Jrom lilt of the J^rtiidtnl 



The Future of Medicine 

Nearly every week, there are break throughs; new discoveries 
in diagnostic methods, new surgeries, new drugs to cure the impossible. 
This is the computer electronic age. Revolution is going on daily in every 
specialty. We ought to be overjoyed with this new knowledge and 
technology available to us to heal and cure, yet, the morale of most 
physicians is at an all time low. Many of us forecast a bleak future for 
ourselves and for those who will succeed us. 

The issue is not science and technology. The issue is socioecon¬ 
omics. The adversary facing us is the demand for medical care which 
is increasing while the ability to pay is decreasing. There is a conflict 
between providers of health care, hospital vs physician, M.D. vs non 
M.D. Contracted and managed care decreases free assess of patient 
choice (in 1984, 96% of commercial issued insurance policies, the 
patient had free choice which decreased to 44% in 1987). Increasing 
regulations of social agencies means that we are responsible for the 
patients well-being while many decisions are made by faceless bureau¬ 
crats. There is ever increasing paper work. It is estimated that 40-50 
billion dollars, 10% of total health care expenditure will be squandered 
upon this bureaucratic yoke. Reduced reimbursement, reduced volume 
of patients, but escalating office overhead gives concern. 

The malpractice mess with litigation of frivolous claims, and the 
burdensome premiums that increase our personal stress are an addi¬ 
tional worry. No one believes that the physicians today are less 
qualified or more negligent than in the past or in a foreign country. Yet 
numbers of suits and awards are unprecedented and ever escalating. It 
is the perception of the society to compensate the injured party in a fair 
and efficient system. The present system is not acceptable to us either 
as physicians nor as citizens. In a democratic society, changes occur 
only following public outcry. 

Where are we heading? We all know we have a huge federal 
budget deficit and trade deficit. One way or another we have been able 


(Continued on Pg. 284) 
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Editorial: 


POTPOURRI 

This being my last editorial of the year, I've had a chance to express my views 
on a number of subjects that I thought were in need of consideration by all of us 
in the Society. There have been a number of other subjects that I would like to 
have discussed, but the subject matter might not have been enough for a full 
editorial column. I'd like to share my thoughts on several of these unrelated 
topics. 

Malpractice. The most unpleasant of the pressures we face in the practice 
of medicine today is the constant threat of being sued for malpractice. The actual 
suits for negligence are only the tip of the iceberg. The real problem, in terms of 
emotional consequences to the practitioner, are the many inquiries from lawyers 
asking to review a particular case and then waiting to hear the results of the 
inquiry; or having to treat a particularly complicated case, doing the best you 
can, but having to worry that the patient can sue on the basis of badresults rather 
than bad treatment. The current status of the tort system regarding malpractice 
has turned the practice of Medicine into a giant lottery: for example, a parent who 
brings his child to a doctor for a DPT vaccine has at least 3-fold better chance to 
reap a cash bonanza from the Vaccine Injury Compensation Fund than if he goes 
out and buys a Super Lotto ticket. Although the scope of malpractice is much 
greater today, we can take some solace in the fact that our predecessors were also 
under some pressure. The Hammurabi Code of about 2000 B.C. stated: "If the 
doctor has treated a gentleman for a severe wound with a lancet of bronze and 
has caused the gentleman to die, or has opened an abscess of the eye for a 
gentleman and has caused the loss of the gentleman's eye, one shall cut of his 
hands." 

Boxing. In 1983, the House of Delegates of the AMA resolved to encourage 
the elimination of boxing from amateur athletic programs as detrimental to the 

(Continued on Pg. 289) 
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MAHONING COUNTY MEDICAL SOCIETY 
PROCEEDINGS OF COUNCIL 
November 8,1988 

The monthly meeting of the Council of the Mahoning County Medical Society was held 
on Tuesday, November 8, 1988 at the Golden Hunan Restaurant. 

The president. Dr. Wang called the meeting to order at 7:15 p.m. Upon motion duly 
made and seconded the Council unanimously determined to dispense with the reading of the 
minutes of the October meeting, which had been previously mailed to the members. 

The treasurer's report was given and upon motion duly made and seconded the Council 
unanimously authorized the payment of bills as listed with the agenda. It was noted there was 
no change in membership. 

The following appplication for membership was presented: 

ACTIVE: Andres G. Pangilinan, M.D. 

The application was approved and the applicant will become a member of the Mahoning 
Medical Society in the voted categoty 15 days after his name has been printed in the 
November issue of the Bulletin that is mailed to all members, unless an objection is received 
in writing by the executive director before that effective date. 

COMMUNICATIONS 

A copy of the letter sent to a physician from the State Medical Board concerning 
certification. 

The letter from OSMA drafted for the Mahoning County Medical Society regarding 
Medicare "medical necessity," and the news release which describes physicians' concerns 
regarding Medicare "medical necessity." 

A letter from OSMA concerning the collection of AMA dues by the county medical 
societies. 

Hartford, Connecticut Medical Society regarding a Commorative U.S. Postal Stamp. 

Information concerning the new rules requiring diagnostic codes on all Medicare 
claims. 

In regard to the "medical necessity" letter, upon motion duly made and seconded, the 
Council unanimously authorized the letter, as written and signed by the President of the 
Society, be sent to Senators John Glen, Howard Metzenbaum and the Presidents of OSMA 
and the AMA. 

Concerning the news release describing the physicians concerns regarding Medicare 
"medical necessity," Dr. Baumblatt and Dr. Barton were appointed as spokesmen for the 
Society. 

Regarding the letter from the Hartford, Connecticut Medical Society requesting the 
support of the Society for a Commemorative U.S. Postal Stamp to recognize the role played 
by Horace Wells in the discovery and development of general anesthesia, action was tabled 
to the next meeting to allow the Society to research the request. 

COMMITTEE REPORTS 

Medical Assistants' Dinner - A total of 306 people attended the dinner. 

Project Open - One application was received and one completed form was sent back. 

Aids Awareness - A meeting will be held on Tuesday, November 29, 1988 to discuss 
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the feasibility of an evening dinner meeting which would include CME credit. Youngstown 
Health Commissioner, Neil H. Altman, has been asked to attend. 

Nominating Committee - The report was presented and accepted. It was noted that 
additional nominations may be made from the floor at the Society meeting, Tuesday, 
November 15, 1988. 

Budget Committee - The proposed 1989 budget was approved with one dissenting vote. 

Sixth District Councilor - Dr. Anderson reported on the proceedings of the OSMA 
November Council meeting. He noted that Jerry Campbell would be attending the AMA- 
sponsored meeting regarding the Harvard Resource-Based Relative Value Scale. He 
reminded members to become familiar with the RVS. He commented on the combined Sixth 
and Twelfth District legislative update meeting held in Akron and urged delegate attendance 
at future meetings. 

UNFINISHED BUSINESS 

President Dr. Wang reported on the Often House held on October 27, 1988 at the new 
office of the Society. Over fifty people had attended and several plants and floral 
arrangements had been received. A gift of a wall clock was sent by the Sixth District. Mrs. 
Nancy Adams, executive director of Stark County Medical Society and Mrs. Shirley Dalton, 
executive director of Loraine County Medical Society were present. Dr. Wang noted that the 
Mahoning County Medical Society Auxilliary coordinated the open house and thanked Mrs. 
Carol Kalvasky, president and her committee, Mrs. Maureen Crawford, Mrs. Nancy Leonelli 
and Mrs. Marcia Turocy. 

NEW BUSINESS 

New Members - Beginning January 1, 1989 new members of the Mahoning County 
Medical Society will be formally introduced at a Society meeting by one of their sponsors. 
They are also encouraged to attend a Council meeting. 

Associate Dues - Upon motion duly made and seconded, the Council authorized a fifty 
dollar fee to be added to the first year Associate dues of twenty-five dollars. The amount will 
be pro-rated and the change will become effective January 1, 1989. 

Awarding of Active Staff at both Hospitals - Upon motion duly made and seconded 
Council determined that a physician should be an active member of as many hospital staffs 
as he chooses. The motion passed with one dissenting vote. A like motion is to be presented 
to the Society at its November 15, 1988 meeting. 

Society Advertisement in Phone Book - The marketing committee will review the 
current ads and will present a recommendation to Council. 

ANNOUNCEMENTS 

The Society meeting will be held on Tuesday, November 15, 1988 at the Moonraker 
Restaurant, Boardman. It is the nominating meeting to select nominees for election in 
December for the office of Council. Ms. Sue McGill, Provider Relations District Manager 
of Medicare, Nationwide Mutual Insurance Company, will present the program, "News 
about Medicare", Mr. William E. Fry, Director of Professional Relations/ Ombudsman 
Services -OSMA will also be attending. This meeting is open to all office personnel dealing 
with Medicare. 

The meeting was adjourned at 9:30 p.m. 
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Large medical professional liability judgments and settlements often receive considerable publicity. 
These are just a few examples of PICO's successful defense of unwarranted claims. They deserve a 
little attention. 


PICO/OSMA 
GROUP PROGRAM 
FOR MEDICAL PROFESSIONAL 
LIABILITY COVERAGE 


Occurrence Plan 
Merit Rating Plan 
Five Step Plan 


Physicians Insurance Company of Ohio 
Bates Drive, PO. Box 281 
Pickerington, Ohio 43147 
(614) 864-7100 
In Ohio: 1-800-282-7515 
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From The Desk of the President: 

The Future Of Medicine (Continued from pg. 278) 

to borrow from foreigners to pay our social bills. We all know no one can live 
beyond their means forever; yet people expect medical care not less than before. 
Today one day charge in an intensive care unit exceeds the paycheck of a service 
industry worker. 

The Youngstown sky used to be covered with smoke from the steel mills; 
manufacturing workers used to bring home paychecks based on $20-30 per hour 
wages with good fringe benefits. Now we are breathing in clean, fresh air, and 
workers from service industry bring home paychecks based $5-10 dollars per 
hour with little or no fringe benefits. How long can a community sustain this 
kind of expenditure? Healthcare costs represents 11% of total GNP, while 
Canada and other European countries are in the 8-9% range, Japan and Pacific 
rim countries are in the 4-6% range. Of course those savings of other lands are 
directed towards capital investments, increasing productivity and furthering 
their competitiveness in the world market. This weakens our industrial base, 
decreases the tax revenue of our government, and further erodes the Medicare 
Fund. A1 % increase in GNP yields 11 billion dollars of government revenue. We 
are part of the economic system, we bear part of the economic outcome. 

The future to me is very clear, we simply have to produce more with less, 
a belt tightening measure every race and nation has experienced in history. It 
is a challenge to provide quality care with less cost. We are part of the problem, 
we have to be part of the solution. I expect we will make less than in the past. 
We have to adapt to this reality and change with the environment. We need to 
make our office more efficient by whatever means that each of us sees fit in 
individual situation; otherwise we will become a dinosaur. As times get tough, 
I believe that the whole nation will be given the chance to vote on some type of 
health care rationing and a cost effective health care system. In Canada and 
Britain, it is not called rationed health care, but given such a long waiting time, 
many patients choose to die rather than to wait their turn. We will learn to re¬ 
define death and dignity of life, witness recent published data on resuscitation. 
Many successful resuscitated patients died during the same admission. It is 
unclear that prolonging those patients lives means improving that life, or merely 
increasing their suffering and medical bills. Efficient health care will become an 
ethical issue which will surface soon. 

Of course there are many other challenges such as 37 million people 
who are uninsured or under insured. The method of delivering quality care for 
the long term ill and disabled; substance abuse among those young and produc¬ 
tive citizens are problems yet to be solved. The AIDS epidemic remains an 
enigma. 

Most important, we have to temper our reaction toward the recently 
published Harvard Hsiao, resource based reimbursement system (RBRVS) not 
to let it divide us. 
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Despite the above doom and gloom, I see medicine as bright as ever. We 
are attracted to medicine not because it provides us with a comfortable life. We 
are attracted rather by the intellectual challenge, and the gratification 
of hard work. Physicians characteristically display an eagerness for success that 
would lead to success in whatever field they endeavored. We are motivated by 
curiosity of the unknown, an eagerness to conquer, the desire to perform well, 
and a genuine concern for our fellow men. 

It is still true that if we take good care of our patients the majority of 
them will take good care of us. It is still a privilege to be a PHYSICIAN 

So my view of the future is a mixture of challenges and rewards. We 
are in the era of rapid change and 100 years from now, the physicians will view 
us as the good, good old days. 

In closing, I would like to extend my sincere thanks to the officers, 
council members, committee members and staffs of the medical society. They are 
truly the working ants of the organization, often without recognition, but the job 
gets done in a satisfactory and timely fashion. To the members of the Mahoning 
County Medical County Medical Auxiliary; when the need is there, they are 
always there. They are the undivided partners of physicians both at home and 
at work. I would like to also extend my appreciation to my associates and staff 
of my office for their coverage and advice so that I could serve the functions of the 
society without sacrificing the patient care. Lastly, to the members of the society 
for the trust and confidence you have placed upon me to serve. It is an honor that 
myself and my family will endure. I wish you all will have a very happy 
Christmas and prosperous new year. 

H.S. Wang, M.D. 


Society Meeting Nov. 15,1988 


The November meeting of the Mahoning County Medical Society was held Tuesday, 
November 15,1988 at the Moonraker Restaurant with 115 members and guests in attendance. 

Dr,. H.S. Wang, president, presided and upon motion duly made and seconded the 
membership unanimously determined to dispense with the reading of the September meeting 
minutes. 

The following appkications for resident membership were read and approved: Chan¬ 
drasekhar Doniparth, M.D., James DApolito, M.D., James Goal, D.O., Amy Hutchinson, 
M.D., Jeffrey Stover, M.D., David Rich, M.D. 

Dr. Wang commented on the Open House held at the new Society office on October 27, 
1988. Mrs. Nancy Adams, executive director of Stark County Medical Society and Mrs. 
Shirley Dalton, executive director of Loraine County medical Society attended. A wall clock 
had been received from the Sixth District. Dr. Wang thanked Mrs. Carol Kalavsky, president 
of the Mahoning County medical Society Auxiliary and her committee, Mrs. Maureen 

(Continued on pg. 292) 
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Today, one doctor in four 
will face a malpractice 
claim or suit. 


Odds are increasing that you 
could wind up in court. Or you 
might spend your valuable time 
trying to negotiate a settlement 
through a claims adjuster. 

PIE Mutual takes medical 
liability insurance seriously, because we have 
to. We’re a physician-owned and operated 
underwriter serving the exclusive needs of our 
member physicians and dentists. 

Our claims-handling policy demands that 
each claim or suit be examined by five physician 
specialists in the area of the claim. And, no 
claim is settled until a physician review committee 
authorizes payment. 

Our aggressive defense team is comprised of 
seasoned veteran attorneys with experience in all 


areas of medical liability claims. 
Over the past 12 years they 
have chalked up an outstanding 
record for our member insureds. 

Before your odds are up, 
call on our experts and get the 
benefit of the PIE Mutual defense program. 

Moieman^ferian 

9251 Market Street, P.O. Box 3728 
Youngstown, OH 44512 
(216) 758-4571 

The PIE Mutual 
Insurance Company 

The Galleria & Towers at Erieview 
1301 East Ninth Street 
Cleveland, OH 44114 
(216)781-1087 


If this was 
a disease, it would 
be considered 
an epidemic. 
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Time 

is 

Money 

In the time you spend waiting for your patients to pay 
you, your money could be working for you 

Let Patient Billing Service Inc. manage your accounts 
receivable for rapid turnaround, while you put your hard- 
earned dollars to work 



With PBS, you pay only on the amount we collect That s 
an incentive you can appreciate, because it means we'll 
pull out the stops to assure maximum payment 

Our physician billing services include: 

• The same responsive attention to patients that you 
provide, including WATS line access 

•An account manager for each client 

• Effective follow-up Less than 2 percent of our 
accounts go to collection agencies 

•Excellent receivables management, with average 
billing days significantly under industry standards 

•Collected billings deposited directly to your 
account daily 


• Physician/office staff consultation, vigorous insur¬ 
ance follow-up and aggressive coding to maximize 
reimbursement. 

• Customized marketing data to help you track 
patients for sophisticated practice management 


Satisfied clients tell us the dollars we generated from 
previously uncollected billings paid for our services 
For references from satisfied physicians or for more 
information, call us today Time is money 



Patient 
Billing 
Service Inc. 


4673 Winterset Drive 
Columbus, Ohio 43220 
1-800-421-7728 
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FioflitfoBuftctiiL 

FIFTY YEARS AGO NOVEMBER 1938 

It was December and outgoing President Claude B. Norris called for committee reports. Many 
of the Problems of that day are still very familiar. President Norris was very pleased with his year. 
Secretary Robert B. Poling wrote that the Federal Government "has activated certain measures which 
begin to appear like the introduction of Socialized Medicine". As today it mostly evolved around the 
care of the indigent. A letter to Dr. Montgomery, Chairman of the Relief Committee, from the 
Mahoning County commissioners indicated that the Mahoning County Relief fund was exhausted and 
they were asking the members of the Society to please serve without pay until funds could somehow 
be made available. Until funds ran out, the fee was $2.00 for an office call, $3.00 for a house call. 

The Associated Hospital Service was five months old and boasted of 9,300 Active Members. 

FORTY YEARS AGO NOVEMBER 1948 

Another successful year for the Medical Society.. .President John Noll reported the formation of 
the new "Medical Service Foundation". Post-Graduate Day brought us a group from the University of 
Illinois College of Medicine. 

The Indigent Relief Committee reported that in 1948 the Mahoning Count Relief Organization 
spent $16,448.50 for doctors' fees and $7,358.89 for medical supplies. The Great Depression of 1930 
to 1935 was over and this sum for care of the indigent sick in 1948 seems rather large. Chairman Getty 
made no comment. 

The Legislative committee set up a program to give Youngstown a Board of Health with a full¬ 
time Health Commissioner. The program was set up with the approval of Mayor Henderson but action 
was postponed until next Spring so that the amendment could be placed on the ballot. It wasn’t. 

There were three new members that month: Robert J. Heaver, Herbert Bryan Hutt and Richard 
Renner Goldcamp. 

THIRTY YEARS AGO NOVEMBER 1958 

President Detesco said, "Prepayment insurance for illness is here to slay. Within ten years 90% 
of our professional fees will be paid by a third party." 

Editor Morris Rosemblum said that some members give willingly of their time while others, who 
are very capable, shirk their duties. A few are never satisfied or pleased, no matter what is published. 

John McCann was presented the Purnell Award by the Junior Chamber of Commerce for 
outstanding service to Youngstown. 

A vote was taken on whether we should take Wednesday or Thursday afternoon off. The result 
was 60 for Wednesday and 154 for Thursday. 

James R. Sofranec and Jack Malkoff became Diplomates of the American Board of Otolaryngol¬ 
ogy. Leonard A. Blum was appointed the first full time Health Commissioner for Youngstown. He wa 
a D.P.H. 

Wendell Bennett, E.H. Kirkland and Dean Nesbit were elected to Honorary Membership. 

TWENTY YEARS AGO NOVEMBER 1968 

The re-registration of licenses for Ohio Physicians went into effect as a part of the Medical 
Practice Act of the State legislature. This had more than a few physicians grumbling at the $5.00 fee 
and most members looked upon it as another tax. 

New members that month were: A.B. Cinelli, Bertwin E. Einfalt, Armin Garcia and Louis P. 
Alexander, Gene D. Fry and Michael Galose became members by transfer from Trumbull County 
Medical Society. 

TEN YEARS AGO NOVEMBER 1978 

Outgoing President George Dietz was not too optimistic about the future; "We have more money 
in our pockets but it buys less. We have more people with diplomas but fewer with real education. We 
have more food and creature comforts but more mental illness, obesity, heart disease, etc." 

He predicted that the present "Swing to the left" by government would be followed by a swing 
to the right. 

PSRD was just five years old and Frank Gelbman had a short article explaining what it was all 
about. Robert R. Fisher, M.D. 
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Editorial: Potporri (continued from pg. 279) 

health of the participants. The American Academy of Pediatrics likewise 
supported the AMA's stand and opposed boxing in any sports program for 
children and youg adults. Despite the stands taken by the national organiza¬ 
tions, there has been little accomplished towards the ends of their resolutions. 
The amateur boxing bout can be won either on points, "RSC" (referee stops the 
contest), or by hitting the opponent in such a way that he is unable to get off the 
floor by the count of ten - a knockout. The knockout is caused by a concussion, 
by definition a brain injury. Approximately 5% of amateur bouts end in a 
knockout. If you consider that the USA/ABF reports that 26,000 young boxers 
per year participate nationally, and the Golden Gloves Association of America 
reports 40,000 to 50,000 youth participate yearly in their tournaments, a 5% 
figure could be quite significant. It is a fact that the number of significant 
injuries in other sports, especially football, is higher than boxing. However, 
there is no other sport that justifies the rendering of your patient unconscious as 
a means of winning. There are many people with the proper motivations, who 
have instituted measures to minimize the risk of recurrent head injuries, but as 
long as a knockout continues to be condoned as a way of winning a bout, we 
cannot support boxing as a sport for our youth. The Ohio Revised Code in its 
section on Endangering Children states: "No person, being the parent, guardian, 
custodian...of a child under eighteen...shall create a substantial risk to the 
health or safety of such child, by violating a duty of care, protection, or support." 
As parents, are we guilty of chil d endangering if we allow our children to box? As 
physicians, are we contributing to child endangering if we allow the 1983 
resolutions to die from lack of action on our part? 

Coffee. It's more than a beverage or a vehicle for caffeine. A cup of coffee for 
many of us is a state of mind. Through our formative years in college and medical 
school, it evolved from a means to extend the hours of the day into the night, to 
a symbol of relaxation at morning conferences after a hard night on call, or 
leisurely conversations after dinner, or as an excuse to stop and relax for a few 
minutes during ahectic day. It doesn't intrude on anyone's "space" like cigarette 
smoking. With a little care, there's no noisy chewing, swallowing, or paper- 
rattling like snacking. A conference, no matter how good, does not seem as 
enjoyable without my cup of coffee in hand. With it, I am receptive to the speaker, 
I welcome new ideas. Without it, I fidget in my seat, I doodle on the notepad, and 
I watch the clock. Nearly every scientific meeting that I have attended in my 
career has recognized the need of some people for a "coffee state of mind", and has 
provided the beverage or a suitable substitute for those with a "tea state of mind" 
or "sodas state of mind". Judging from the number of my peers at weekly 
meetings with cups in their hands, I'm not alone in my needs. Yet, I continue to 
fidget empty-handed, or stand at the entrance door furtively sipping my bever¬ 
age at the cleanest-auditorium-in-the-state-or-even-the-world in fear of being 
singled out by the pointing finger on the "HEY-YOU" slide. We're already 
besieged by the lawyers, government, insurance companies and hospital mar¬ 
keteers. Is it fair to allow the housekeeping department to pick on us also? 


John R. LaManna, Jr., M.D. 
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New Members Of The Mahoning County Medical Society 


Raymond J. Boniface, M.D. 
835 McKay Ct. Suite #100 
Youngstown, Ohio 44512 
S.E.H.M.C. - 
Orthopaedic Surgery 


Gary E. Bollin, M.D. 

345 Oak Hill 

Youngstown, Ohio 44501 
Phone: 740-4240 
WRCS- Infectious Diseases 


John W. Babyak, M.D. 
Beeghley Medical Complex 
6505 Market Street 
Youngstown, Ohio 44512 
Phone: 758-2001 
WRCS - Otolaryngology 


^OVJNTr 

nil 


Daniel Garritano, M.D. 
6674 Tippecanoe Rd. 
Canfield Ohio 44406 
Phone: 533-6999 
S.E.H.M.C. - Plastic & 
Reconstructive Surgery 


Ronald J. Fasline, D.O. 
4780 Kirk Rd. 
Austintown, Ohio 44511 
Phone: 792-7704 
YOH - Family Practice 


Sandra Mollie Jones- James A. Nard, M.D. Caludio A. Ruiz, M.D. 


Gordon, M.D. 
1350 Fifth Avenue 


1350 Fifth Avenue #18 
Youngstown, Ohio 44504 


1240 Bdmn.-Canfield Rd. 
Youngstown, Ohio 44512 


Youngstown, Ohio 44504 Phone:747-9551 Phone:726-1689 

Phone:747-9551 WRCS Tods Children's S.E.H.M.C. - Pediatrics 


WRCS - Internal Medicine Referral Pediatrics 
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We’ve limited 
our practice 
to you. 


PIE Mutual Insurance Company 
is a specialist in underwriting 
professional liability insurance. 

We should be. We’re a doctor- 
owned and operated Company 
serving over 8,000 physicians 
and dentists. 

We listen to you. Direct member involve¬ 
ment is a cornerstone of PIE Mutual’s success. 
Elected by member insureds. Managing Boards 
are established in each region of operation to 
help set Company policy. 

We design insurance plans to meet your 
needs. Our Quality Rated Insurance Program 
is a modified claims-made plan that actually 
works to the doctor’s advantage. It offers dis¬ 
counts to loss-free members and provides 
added protection not available in other policies. 


We vigorously defend your 
position. With a seasoned legal 
team representing all areas of 
malpractice claims and our own 
aggressive claims-handling 
procedure, we demand fairness 
from the judicial system. 

Call for an appointment with one of our 
specialists. 

Moreman^fcrian 

9251 Market Street, P.O. Box 3728 
Youngstown, OH 44512 
(216) 758-4571 

The PIE Mutual 
Insurance Company 

The Galleria & Towers at Erieview 
1301 East Ninth Street 
Cleveland, OH 44114 
(216)781-1087 


Our doctor-owned 
insurance company 
doesn’t deal with 
anyone else. 
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Society meeting, Nov. 15 - (continued from pg. 285) 

Crawford, Mrs. Nancy Leonelli, and Mrs. MarciaTurocy for helping to coordinate the event. 

Dr. Wang noted that the audit committee met on November 10, 1988 and found the 
bookkeeping of the Society to be sound. An audit will be done once a year. 

Begining January 1989, new members of the Society will be formally introduced by one 
of their sponsors at a general meeting of the Society. New members will also be encouraged 
to attend a Council meeting. 

Dr. Wang commented on the awarding of active staff at both hospitals. Upon motion 
duly made and seconded the majority of the membership determined that a physician should 
be an active member of as many hospital staffs as he chooses. A like motion had been passed 
at the Council meeting of November, 1988. 

S ixth District Councilor, Dr. James Anderson, commented on the importance of voting. 
He also commented on the availability of the OSMA staff for our membership. 

Dr. wang introduced guests, Mrs. Betty Belsan, retired secretary - Bookkeeper of the 
Society and her husband, Reverend Richard Belsan. Dr. Wang presented Mrs. Belsan with 
a gift of an engraved music box in appreciation of her sixteen years of dedicated service to 
the Society. 

Dr. G. Robert Barton gave the report of the nominating committee and appointed two 
tellers. The nominating information and ballots were distributed and voting on the 
nominations for Officers and Council members for 1989 was conducted. The following slate 
which was unanimously accepted by the membership will be presented to the Society 
members for selection at the December 20,1988 meeting. Those nominated were: President 
- K.F. Wieneke, M.D., Vice President - J.A. Lambert, M.D., Treasurer - D. Chung, M.D., 
Delegate 1993 - J.J. Anderson, M.D., Alternate Delegate - A.G. Bilonte, M.D., T.N. Detesco, 
M.D., P.R. Lakhani, M.D., Council at Large -C. A. Amedia, M.D.,G.J. Baumblau, M.D., J.F. 
Butterworth, M.D., J.F. Ervin, M.D., C.E. Molloy, D.O., Foundation Trustee - N.I. German, 
M.D., B.M. Lim.M.D. 

Dr. Wang proposed the following members for Emeritus Membership: Dr. Kalman C. 
Kunin, Dr. Craig C. Wales, Dr. Sidney L. Keyes, Dr. Paul E. Ruth and Dr. Barclay M. 
Brandmiller. They will be voted on at the December 20, 1988 meeting of the Society. 

The program Chairman, Dr. Daniel Handel, introduced the speaker, Ms. Sue McGill, 
Provider Relations District Manager - Medicare, Nationwide Mutual Insurance Company 
and Mr. William E, Fry, Director of Professional Rleations/Ombudsman Services - OSMA 

Ms. McGill gave an update on Medicare and commented on the Procedure Codes, 
Medical Necessity Guidelines and the medicare Participating Physicians Program. Shenoled 
that 70,000 claims are processed every day. Ms. McGill encouraged members to call her 
office whenever necessary. 

Mr. Fry stated that the OSMA Ombudsman Program is in its eighth year. Inquiries from 
physicians have increased from 300 the first year to over 2,000 in 1987. 

A lively question and answer period followed the program. 

Dr. Wang announced that the next meeting of the Society will be held on Tuesday, 
December 20, 1988 at the Metro Plex and will be the election of officers. The Doctor of the 
Year Award will be presented as well as the OSMA 50 Years in Medicine Awards. The 
meeting was adjourned at 10 p.m. 
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" ...Some types of (life insurance) policies 
are such appealing shelters that cash-rich 
investors pump their money into them instead 
of municipals or mutual funds. What's more, 
this protection is not endangered by provisions 
in the tax bills under consideration by 
Congress... " 


NEW YORK TIMES 



WATCH YOUR HA 11 ton A SPECIAL MESSAGE 
fROM AMERCIAN PHYSICIANS LITE EXPLAINING 
HOW YOU CAN PERSONALLY BENE f If fROM THIS 
EXCITING NEW CONCEPT IN FINANCIAL SERVICES 
THAT HAS BEEN DESCRIBED BY ANOIIILR LEADING 
FINANCIAL PUBLICATION AS ” 1IIIS YEARS HOTTEST 
TAX SHELTER." 


Fur more information, contact 

THE GLUCK INSURANCE AGENCY 
2901 Market Street 
Youngstown, Ohio 44507 
(216) 788-6577 
Toll Free 
I - 800 - 362-6577 
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Refer Your 
Patients to 
the Gen! 
Ones. 

Breast Care 
Centers, 

LOW DOSE MAMMOGRAPHY 
BREAST SELF EXAM INSTRUCTION 
NO APPOINTMENT NECESSARY 
CARING PROFESSIONALS 

Lloyd E. Slusher, M.D. / Jon Molisky, D.O. 

WEST BOARDMAN: EAST BOARDMAN: 

725 Boardman-Canfield Rd. 819 McKay Court 
726-9000 726-9006 

AUSTINTOWN: 

45 N. Canfleld-Nlles Road 
Suite 400 
793-7770 
YOUNGSTOWN: 

510 Gypsy Lane 
743-6444 
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DeBald 

and 

Company, Inc. 

OFFICE SUPPLIES 


1300 Wick Avenue 
P.O. Box 6085 
Youngstown. Ohio 44501 

746-0597 


BOARDMAN HEARING AID SERVICES 

6251 Market Street • Marwood Office Center 
Youngstown, Ohio 44512 

• Service Available Six Days Weekly 
• Trial Fittings 

• At the Door Parking 


E. R. JONES 


PHONE 758-7345 


O. L. CLUSE 


Those in the Medical Field Can’t 
Spend All Day in the Waiting Room 

Time is especially critical to those Convenience, competitive pricing, 
in the field of medicine. And this is unmatched service—all at Barrett, 

one reason why Barrett Cadillac, —Jll 

located near all of Youngstown’s . 7?/r (>Ya.w o/ tAc ( v/<y Jf-ClIrMl-V. 
major hospitals, is a logical choice 
for all your automotive needs. 


—CADILLAC-JEEP-EAGLE— 

907 WICK AVE YOUNGSTOWN. OH / PHONE 747 3521 
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St. Elizabeth Hospital Medical Center - CME 

December 16, 1988 .HYPERTENSION 

JAY B. WISH, M.D. 

Case Western Reserve University 
University Hospitals 
Cleveland, Ohio 

"The Effect of Anti-Hypertensive Medicines on Lab Values" 

Program supported by WYETH 

January 6,1989.ANESTHESIOLOGY 

ANDREW HERRLICH, M.D. 

Assistant Professor of Anesthesia 
Department of Critical Care 
University of Pittsburgh 

Staff Anesthesiologist at Eye & Ear Hospital of Pittsburgh 
"Local and Regional Anesthesia for Ambulatory Surgery" 


January 3,1989.PEDS/INFECTIOUS DISEAS 

JOHN VENGLARCIK, M.D. 

Assistant Professor of Pediatrics 
Northeastern Ohio Universities 
College of Medicine 
Director, Pediatric Infectious Diseases 
Tod Children's Hospital 
Youngstown, Ohio 
A GLAXO Visiting Fellow 
"Proper Use of Oral Antibiotics" 


James D. Culcasi C.P.A. 

Announces the Establishment of 
His Accounting Office at 

725 Boardman-Canfield Rd. M-2 
P.O. Box 3393 
Youngstown, Ohio 44512 

Phone (216) 726-2532 

Offering Professional, Personalized Services 
Income Tax • Accounting • Auditing • Business Planning and Consulting 
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This area's leading healthcare providers: 

Western Reserve Care System, 
Warren General Hospital, 

St. Joseph Riverside, 

St. Elizabeth Hospital Medical Center, 
and Youngstown Osteopathic Hospital 

in cooperation with their clinical staffs 
have come together in a joint effort 
to bring the people of our communities 
the most advanced diagnostic tool available today, 

Magnetic Resonance 
Imaging 

4964 Belmont Avenue 
Youngstown, Ohio 

Please Call: (216) 759-9922 

• Directed by a Board Certified Radiologist 
with a fellowship from Mount Sinai in MRI 
and Nuclear Radiology 

• Immediate turnaround time on reports 

• Fast and convenient service in a 
modern facility 

The MRI is now scheduling appointments. 
Patients are accepted on a referral basis only. 


■ mri| 

Cooperative 



1988 







298 


BULLETIN 


WESTERN RESERVE CARE SYSTEM - CME 

December 15,1988, 8:00 a.m. 

Internal medicine Grand Rounds, "Anticoagulation of Embolic Strokes”, Amar- 
jeet S. Nagpaul, M.D., Associate Professor of Internal Medicine, NEOUCOM, 
Director, Neurology Service, Western Reserve Care System, *1-(1) P-(1), 
Hitchcock Auditorium - Southside Medical Center 

December 15,1988, 8:00 a.m. 

Pediatric Grand Rounds, "Post-Streptococcal Glomerulonephritis", K. Gu- 
rumurthy, M.D., Pediatric Nephrologist, Trumbull Memorial Hospital, *1-(1), Tod 
Classroom I - Tod Children's Hospital 

December 17,1988, 8:00 a.m. 

Anesthesiology Lecture Series, "H2 Blockers", John B. Werning, M.D., Assis¬ 
tant Professor of Anesthesiology, NEOUCOM, Anesthesiologist, Western 
Reserve Care System, *1-(1), Tod Classroom I - Tod Children's Hospital 

December 17,1988, 8:00 a.m. 

Tumor Conference, Thomas F. Barrett, M.D., Moderator, Associate Professor 
of Radiology, NEOUCOM, Radiologist, Western Reserve Care System, *1-(1) 
P-(1), Hitchcock Auditorium - Southside Medical Center 

December 22,1988, 8:00 a.m. 

Internal Medicine Grand Rounds, "Case Presentation", Lawrence M. Pass, 
M.D., Moderator, Associate Professorof Internal Medicine, NEOUCOM, Chair¬ 
man, Department of Medicine, Hematologist/Oncologist, Western Reserve 
Care System, *1-(1) P-(1), Hitchcock Auditorium - Southside Medical Center 

January 3,1989, 8:00 a.m. 

Emergency Medicine Lecture Series, "New Pain Killers", Paul L. Witkowski, 
Director, Pharmaceutical Services, Western Reserve Care System, *1 -(1) P-(1) 
E(1), Medical Education Center - Northside Medical Center 

January 5,1989, 8:00 a.m. 

All Divisions - Surgery, "Adjuvant Chemotherapy in Clinical Cooperative Group 
Protocols”, Reginald P. Pugh, M.D., Director, Medical Oncology, Allegheny 
General Hospital, Pittsburgh, Pennsylvania, *1-(1) P-(1), Hitchcock Auditorium 
- Southside Medical Center 

January 7,1989, 8:00 a.m. 

Anesthesiology Lecture Series, "The Laser in Surgery and Anesthesia", Ramiro 
M. Albarran-Sotelo, M.D., Assistant Professorof Anesthesiology, NEOUCOM, 
National Faculty for the American Heart Association, Vice Chairman, Depart¬ 
ment of Anesthesiology, Western Reserve Care System. *1 -(1), Tod Classroom 
I - Tod Children’s Hospital 
January 7,1989,1988, 8:00 a.m. 

Tumor Conference, Robert J. Piroli, M.D., Associate Radiation Therapist, West¬ 
ern Reserve Care System, *1-(1) P-(1), Hitchcock Auditorium - Southside 
Medical Center 

January 10,1989, 8:00 a.m. 

Sports Medicine Lecture Series, "Nutrition in the Athlete: Pregame Weight Loss 
and Gain", Julia A. Meredith, R.D., L.D., Clinical Dietitian, Western Reserve 
Care System, *1-(1), Medical Education Center - Northside Medical Center 
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January 10,1989, 8:00 a.m. 

Emergency Medicine Lecture Series, "Pericardial Disease", Keith H. Kuppler, 
M.D., Cardiologist, Western Reserve Care System, *1-(1) P-(1) E-(1), Medical 
Education Center - Northside Medical Center 

January 11,1989, 4:00 p.m. 

Pathology Grand Rounds, "Review and Update in Clinical Blood Banking", Larry 
H. Klein, M.D., Pathologist, Western Reserve Care System, *1-(1), Pathology 
Education Center - Northside Medical Center 

January 12,1989, 8:00 a.m. 

All Divisions - Pathology, "The Dilemma of Early Breast Carcinoma", Darryl 
Carter, M.D., Professor of Pathology, Member, Comprehensive Cancer Center, 
Yale University School of Medicine, New Haven, Connecticut, *1-(1) P-(1), 
Hitchcock Auditorium - Southside Medical Center 

January 14,1989, 8:00 a.m. 

Anesthesiology Lecture Series, "ARDS", Veeraiah C. Perni, M.D., Assistnat 
Professor of Anesthesiology, NEOUCOM, Chairman, Department of Anesthe¬ 
siology, Western Reserve Care System, *1-(1), Tod Classroom I - Tod Chil¬ 
dren's Hospital 

January 14,1989, 8:00 a.m. 

Anesthesiology Lecture Series, "Monitoring the Neuromuscular Junction", 
Madhavarao S. Dasu, M.D., Neurosurgical Anesthesiologist, Western Reserve 
Care System, *1-(1), Tod Classroom I - Tod Children's Hospital 

January 14,1989, 8:00 a.m. 

Tumor Conference, John J. Turner, M.D., Moderator, Associate Professor of 
Thoracic Surgery, NEOUCOM, Director, Thoracic and Cardiovascular Surgery 
Service, Western Reserve Care System, *1-(1) P-(1), Hitchcock Auditorium - 
Southside Medical Center 


KUBINA X-RAY COMPANY 

Celebrating Our 10 Year Anniversary 

X-Ray Film, Equipment, Accessories 
and X-Ray Protection Products. 

5328 Youngstown-Poland Road Call (216) 757-8006 

Youngstown, Ohio 44514 AAMI Certified 
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YOUNGSTOWN HEARING AND 
SPEECH CENTER 

We Help Children and Adults 
Who Have Difficulty 

Learning, Speaking and Hearing 

CALL US IF WE CAN BE OF SERVICE 

6505 MARKET STREET 
YOUNGSTOWN, OHIO 44512 

( 216 ) 726-8855 



MAHONING BANK 

...your financial center * 0 
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COMPLETE OFFICE 
MANAGEMENT SYSTEMS 

from * 4495 °°. 




INSURANCE 

FORMS 

MONTHLY 

STATEMENTS 

DEMAND 

STATEMENTS 

SUPER 

BILLS 


M PATIENT 

W DEMOGRAPHICS 

D MULTIPLE 

I INSURANCE PLANS 

) DAY 

' SHEETS 

INDIVIDUAL 
PROVIDER ACCOUNTING 


HEALTH SOFTWARE, INC. 

4440 LOGAN WAY 
YOUNGSTOWN, OHIO 44505 

(216] 759-2103 


‘System includes: AT Style Machine, 20 MB Hard Disk, 
Monitor, Printer, Program, 30-Day Free Support 
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HAPPY 

BIRTHDAY 

Get your annual check-up • 




Is it time to renew your driver's license? 



Dec. 15 - 

F.G. Kravec 

Dec. 16 

S.M. Barolsky 
A.R. Dziadzka 

Dec. 17- 

D.B. Brown 

C.A. Crans 

S. Dubos 

Dec. 18- 

J.M. Kline 

A.P. Mirasol 
D.J. Dunch 

Dec. 19- 

L.P. Caeca mo 
T.L. Cohen 

D.J. Dallis 

S.R. Zoss 

Dec. 20- 

E.M. Webster 
J.N. Kvale 

Dec. 21- 

C.S. Peabody 

Dec. 22- 

J.S. Venglarcik 


Dec. 23- 

A.E. Rappoport 

R.J. Hartwig 

Dec. 24- 

N.A. Pappas 

Dec. 25- 

R.D. Murray 

Dec. 26- 

E.S. Dickstein 

S.M. Jones-Gordon 

Dec. 29- 

G.A. Georgopoulos 

Dec. 30- 

J.L. McPhail 

Dec. 31- 

A.T. Gestosani 

Jan. 1- 

D.E. Lee 

V.K. Sethi 

Jan. 2- 

N.C. Domingo 

D.W. Handel 

W.T. Martin 

T.M. Robb 

R.R. Sambandham 


Jan. 3- 

S.R. Weiss 

Jan. 5- 

R.W. Jackson 
E.U. Krishnan 

Jan. 6- 

S.C. El-Hayek 

M. Guthikonda 
L.A. Woods 

Jan. 7- 

J. Hong 

Jan. 9- 

N.J. Hazelbaker 

Jan. 10- 

R. Albarran 

S. Cuddapah 
H.J. Hassel 

D.T. Yoder 

Jan. 12- 

M.U.R. Bhatti 
P.H. Huang 

A.S. Nagpaul 

D. Van Rees 

Jan. 13- 

Y.V. Ginde 


s L PERM, m.d. Board Certified Radiologist 
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TH AVENUE 


( Radiology &; Ultrasound, Inc.) 


Complete Diagnostic Radiological Services 

X-Rays, Arthrograms, Intravenous Pyelograms 
VenogTams and Voiding Cysto-urethrograms 

NUCLEAR MEDICINE 

One of the only out-patient facilities in the area 
to offer this needed service 



Breast Screening Center 

Low dose mammography 
ultrasound, self breast examinations 

ULTRA SOUND 


1350 Fifth Avenue, Suite 100 
Youngstown, Ohio 44504 


Phone (216) 746-1777 
746-1770 


ABDOMEN, PELVIS. PREGNANCY, 
CAROTIDS, CARDIACS, AND SMALL PARTS 


Hours: Mon Tues., Wed., Fri. 8:00-4:30 p.rn. 
Thurs. Sat. 8:00-12:00 p.m. 


1988 





General Medical is your vital link to a full range of laboratory 
services that can quickly be provided right in your office. Your 
patients receive extra care and convenience, and you generate 
valuable revenue. □ Shown here are just two of General 
Medical’s complete line of innovative equipment and products 
from trusted manufacturers such as Boehringer Mannheim, 
Burdick, Vitalograph, and Becton Dickinson, to name just a 
few! □ We stand behind the products we represent with 
free cost analysis, installation, and training—all the full 
service you’d expect from the nation’s largest distributor 
to physicians’ practices. 

Jflll General Medical 
ff Hi# Corporation 

Akron Office: 

701 South Broadway, Akron, OH 44311 (216) 762-9141 


Revenue For You 


Just Two Of 
The Hundreds 


Gin Generate Valuable 
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Are Your Malpractice Premiums 

Too High? 



SPATH & ZIMMERMANN 

Agency Inc 


A Spath & Zimmermann policy review 
could update your current policy for 
primary and excess coverage up to 
maximum limits and save considerable 
premium dollars in the process More 
than 25 years experience provides Ohio 
physicians higher limit professional 
protection at the lowest possible rates 
Call Spath & Z immermann now for a 
no-obligation competitive guotation 
You'll like what you hear 

2 Summit Park Drive 
Suite 350 

Independence, Ohio 44131 


216/642-9191 


M. Maurine Fogarty, M.S., C.C.C. Joy W. Elder, M.A. 

Speech Pathology Associates 

Licensed Speech-Language Voice Pathologists 
Certified Myofunction Therapists 

We accept medicare / medicaid / GM insurance / most other insurance 

Office: (216) 759-3636 32 Goldie Road 

Hosp. Off: (216) 744-9224 Suite #5 

Res.: (216) 747-2683 Youngstown, Ohio 44503 
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THE LOWER RESPIRATORY TRACT— 

More vulnerable to infection in smokers and older adults 


Experience counts 


Pulvules® 


250 mg 


Cefaclor 


For respiratory tract infections due to 
susceptible strains of indicated organisms. 


C 19B8, ELI LILLY AND COMPANY 
CR 6010-9-849346 


See adjacent page 
for brief summary of 
prescribing information 
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Cefaclor 


Summary. 

Consult the package literature for prescribing 


information. 

Indication: Lower respiratory infections , including pneumonia, 
caused by Streptococcus pneumoniae, Haemophilus influenzae, and 
Streptococcus pyogenes (group A p-hemolytic streptococci). 
Contraindication: Known allergy to cephalosporins. 

Warnings: CECIOR should be administered cautiously to PENICILLIN- 

SENSITIVE PATIENTS. PENICILLINS AND CEPHALOSPORINS SHOW PARTIAL CROSS¬ 
ALLERGENICITY. POSSIBLE REACTIONS INCLUDE ANAPHYLAXIS. 

Administer cautiously to allergic patients. 

Pseudomembranous colitis has been reported with virtually all 
broad-spectrum antibiotics. It must be considered in differential 
diagnosis of antibiotic-associated diarrhea. Colon flora is altered by 
broad-spectrum antibiotic treatment, possibly resulting in antibiotic- 
associated colitis. 

Precautions: i 

• Discontinue Ceclor in the event of allergic reactions to it. 

• Prolonged use may result in overgrowth of nonsusceptible 
organisms. 

• Positive direct Coombs' tests have been reported during treatment 
with cephalosporins. 

• Ceclor should be administered with caution in the presence of 
markedly impaired renal function. Although dosage adjustments in 
moderate to severe renal impairment are usually not required, careful 
clinical observation and laboratory studies should be made. 

• Broad-spectrum antibiotics should be prescribed with caution in 
individuals with a history of gastrointestinal disease, particularly 
colitis. 

• Safety and effectiveness have not been determined in pregnancy, 
lactation, and infants less than one month old. Ceclor penetrates 
mother's milk. Exercise caution in prescribing for these patients. 
Adverse Reactions: (percentage of patients) 

Therapy-related adverse reactions are uncommon. Those reported 
include: 

• Gastrointestinal (mostly diarrhea): 2.5% 

• Symptoms of pseudomembranous colitis may appear either during 
or after antibiotic treatment. 

• Hypersensitivity reactions (including morbilliform eruptions, 
pruritus, urticaria, and serum-sickness-like reactions that have 
included erythema multiforme (rarely, Stevens-Johnson syndrome] 
and toxic epidermal necrolysis or the above skin manifestations 
accompanied by arthritis/arthralgia, and frequently, fever): 1.5%: 
usually subside within a few days after cessation of therapy. Serum- 
sickness-like reactions have been reported more frequently in children 
than in adults and have usually occurred during or following a second 
course of therapy with Ceclor. No serious sequelae have been 
reported. Antihistamines and corticosteroids appear to enhance 
resolution of the syndrome. 

• Cases of anaphylaxis have been reported, half of which have 
occurred in patients with a history of penicillin allergy. 

• As with some penicillins and some other cephalosporins, transient 
hepatitis and cholestatic jaundice have been reported rarely. 

• Rarely, reversible hyperactivity, nervousness, insomnia, confusion, 
hypertonia, dizziness, and somnolence have been reported. 

• Other: eosinophilia, 2%: genital pruritus or vaginitis, less than 1%; 
and, rarely, thrombocytopenia. 

Abnormalities in laboratory results of uncertain etiology 

• Slight elevations in hepatic enzymes. 

• Transient fluctuations in leukocyte count (especially in infants and 
children). 

• Abnormal urinalysis: elevations in BUN or serum creatinine. 

• Positive direct Coombs' test. 

• False-positive tests for urinary glucose with Benedict's or Fehling's 

solution and Clinitest® tablets but not with Tes-Tape® (glucose 
enzymatic test strip, Lilly). Towiseu 


Additional information available from 


PV 2351 AMP 


Eli Lilly and Company. Indianapolis, Indiana 46285. 


Eli Lilly Industries, Inc 

Carolina, Puerto Rico 00630 


© 1988, ELI LILLY AND COMPANY CR-5012-B-849345 




CLASSIFIED ADVERTISING 

NEW OFFICE SPACE AVAILABLE 

Boardman-Southbridge West on Rt. 224. 1200 - 
2400 sq.ft. Will finish to suit. Prime location. Very 
reasonable rates. David E. Pichette, M.D., 758- 
6666 or 758-2804. tf 

INVESTMENT PORTFOLIO... 

Compliment yours with this brick 12 Plex. 8 - 2 
bedroom units, 4-1 bedroom units, air conditioned, 
appliances, over $3,135 monthly income, excellent 
condition, garages, close to hospital, plaza on quiet 
street, always full. Call for details: Bruce Capel 
Agency, 337-3347 or 533-4206. 

HIDE-AWAY INVESTMENT 

Tree farm, 10 miles south of Lisbon, 80+ acre, blue 
spruce, white pine, Colorado spruce of 30,000 in¬ 
ventory, balance of land heavy wood, lake site, 
stream, lots of building sites. 24x40 building with 
wood burner, private setting. $86,000 Complete. 
Call for details: Bruce Capel Agency, 337-3347 or 
533-4206. 

EXPERIENCED L.P.N. - SECRETARY 

Experienced L.P.N. seeking part-time or full-time 
employment in Poland or Boardman area. Com¬ 
plete knowledge of office skills. Steady and de¬ 
pendable. Call 549-2587. 

FOR SALE 

Collection of Fine Antique Weapons. Call 758-6845 

LIFT CHAIR 

Lift Chair - Recliner for arthritic. Superior quality. 6 
months old. 758-6836. 

EXPERIENCED R.N. 

Experienced R.N. seeking part-time employment 
in physician's office in Boardman or Poland area, 
call 757-4475. 

MEDICAL TRANSCRIPTION 
& WORD PROCESSING SERVICE 

Pick-up & Delivery - 482-5474 
Prompt... Documented...Quality 
S&C Enterprises, 87 South Shore Dr., 
Youngstown, Ohio 44512 

OFFICE SPACE AVAILABLE 

Medical or Dental office space available for rent. 
624 Youngstown-Poland Rd., Struthers, OH. 

Call: (216) 755-1495. 

MEDICAL SECRETARY - RECEPTIONIST 

Schooling plus Experience. Steady, dependable, 
and willing to work. Want full-time, permanent 
position. Call anytime: 759-0115. 

YOUNGSTOWN-NORTH 

CORONADO AVE. 3 bedrooms, 1-1/2 baths, wood 
burning fireplace, 2 car attached garage, air condi¬ 
tioned, call owner at 746-0109 weekends or after 5. 


1988 



The Medical-Dental Bureau. A service entity that 
caters to the additional office needs of Physicians 
and Dentists. Its divisions; now streamlined to Tele¬ 
phone Answering, and Collections, are an important 
part of the emergency, public relations, and business 
segments of the Medical Community. 

Telephone Answering: 

Oriented specifically to the needs of the Medical 
Community. Numerous different line services 
available to suit each office requirement. 

Collections: 

Tailored to collect past due patient accounts. 

Each account evaluated individually to collect the 
maximum amount of dollars. Fee contingent on 
what we collect. 


These two Service Divisions offer the best quality to price value in the 
tri-county area. Your involvement with the Bureau will further enhance 
an already efficient organization to continue its dedicated service* 


For complete details please telephone your 


Medical-Dental 
Bureau, Inc. 


901 Home Savings & Loan Bldg. 
275 Federal Plaza West 
Youngstown, Ohio 44503 

(216) 744-4040 


Judy Bloomberg, Manager 



